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Event 201 Media 
Mr. Connett joined Henry Schein, Inc. in 1997, and Videos 
currently serves as President of Henry Schein's U.S. Photos 
#Event201 


Medical Group, one of the nation's leading providers 
of products and services to physician offices, urgent 
care clinics, retail clinics, freestanding emergency 
rooms, Integrated Delivery Networks, Ambulatory Surgery Centers, and 
other alternate care sites. He is a Member of the Company's Executive 


Management Committee. 


Mr. Connett is responsible for leading the medical group's strategic 


direction, management, and business performance, including sales, 





marketing, operations, business development, and technology 
solutions. Before assuming this role in May of 2018, Mr. Connett held a number of increasingly 
responsible positions at the Company. Throughout his career, he has received numerous industry 
honors, including the John F. Sasen Leadership Award from the Health Industry Distributors 
Association, in recognition of his service to the industry, and induction into the Medical Distribution 


Hall of Fame by Repertoire Magazine. 


Mr. Connett earned his Bachelor of Administration in Economics and Psychology from the University 


of North Carolina at Chapel Hill. 
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